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ra(3'^ejocnilra3 erasuffliTjsjRsnnjaT) snjtft. a^dajlcijfflfflnajcagjas ailej, caoo>g10d3«) cajeil, §ga3rfliioa3<To ruoceoloio, gDa3arueejn£ia3 
iijO(3e®3jcft)C^, oaglffllcmraS ^otSessjcaaS n^arnajccsjaSffl^ascffijgg rarajaca irojcacmocDlalceasTTDo. aomajcaarfldlaxjaocnn 6TUfru>fflo_|§jgg 
<ft>offli63i3g1«s3 mlcnlfflo Gcusscro dnjooejcmjgg cruog^]§o1 gar® a<uo3l(roj633c/3 3di ,i ejoaru (ruacSojlteajcm aruconJcnraTrolraS 
<T)1c9^1rd(wao(nno1 ( ss)2crD®)2o (majcrscj) rareaj(3 nJoejlcBtsasrBRDjfflosnD. auQOnJcnrairolaci^ osejltBanosnS cnaruc3, anocacru odourS a^crnloj 
SRp^ejocnM (SfflsuoiTjsjcsflSTtnsTTetmosrD. 


3(3r»G13CnD tyJJ(S(3T3)1(XD3«9.JCCnj3C^ M)Jc9. mrrB cOjlnT) a1(3>l 

racB'ifflocnjlRsS crujiijlnjl^lgjgg nJ6TDlcaa3 njjcSraiwIcaal^jGc/anado goT) ajcajnj cnlaMlcBffljanD n^smjlaotocS ajaleooouil^j o1anjo(3| 
cromiflnj'lcsffljan mjotrscss) cnjca ODlaoajT tanoarigocnn cnraScajomanosrn. 

3 (3(iejocru erooglaalGcSfflrfldcrilraS gggs<fl©o 6)iiJCQ)ra)1ffl1<flS)jcinD airuocsaCocSm ' io-s>o$ csmosna ssjcu/lnad^oiS cruoanj erUnjolraS 
easuonjsjrarml 3(3<^ejoa\>l6)cnoijjo CDRsSGcasrBtroosrn. n®g<ujo ajjtmlc® goaficao socacru catoocRlcru, nJoaS mauc3 n^anDlcucffijfflsaBjo 
raraotolca^Rj) (s<ao6rr3(.socas^ 06>ejcrua3fnjlff)o3cQ)jo nJdacB^] 3(3>‘>ej3cro1s)<no,T ; |o crua^ojlcscsfflsnecmosrn. 3c3>iej3cro eaDooo aadaaogo 
anj<sjoo3 ajosjggtwej. GtS^ejocrujcac^ cruj1caa1<fls>3ecno crilacnilcOOOGcno ggg raracrcola raracDlcaoao gDo3n9dJoa3<Tu aacuilcss)®! 
crucBojIcruanj cuta^ cujcmocasolraS ODlcaanoJcnaiocQflffllcSffljo. 


crilsmcaucDcac/S 

3c3<iejocTo crua(3(jjlc0«)janD(!j)1ncDOiT : |o rarassaraS trojdatmjas 1 % cnj <£hW<asi (mjej^aocs) anjeaco^as cuilmoag 1 ' 
(wlffljajmaronjjfflo (6ruo6mjlra3 fflooocujan (maorsM ajDco>Ooas(3, gDo3n9dJoa3anj aacuilcKxaS crudSqjlcrucru ajocojOcasGoo, aatroceaos, 
Rniffljcucnamnjjfflo ag)om GnjaloS ‘a$6rnanj asml fflCLDeojoamlg’ rarajcoil ar>m(3^1(Bc86)6rrgcmo6rn. ‘n^smtru aOTril ffxuDcsajocnjlg’ gggScsao 
anjapacm cruffl^rijIcaffljaT) 3(3<^ejocru a» 06 )«nofflj daorasmajaaoe^o ouilcaalcsojcrnaaej. ‘n®6TTKTu octoI fflODCojocrulg’ rawlajOceajcmtmlaD 
ecffiocn^ffncrsjgg mi£i0nj<T)633a3 (3T3(mjaocQ)l stucnnoiTjg cB«6Ucaa3 gggscsao anJcsajmeanosTT). 3(3<^ejocru cnsnJsldac/5 ^(Srarcstoocajero 
ajOQKoBfi) si ‘a®6rrKTu a6TT)1 saue^-parolo’ (toja njeilaacolejosK® ra)1ffll6)ca mraScajanDcmosrn. nJ6rolac/3 njjdSraratooecsasng aroaminj 
aluil 60 3l<ucn)ao6rn. 


S)nj(3cai]3c3iaciafn5 cn^aaoSl 

cusiesa 630(3 ojd( 3 mraScal 7 BlcucrurarOTlaojgglraS cBca36n3isocasc3 aaorarmo 8nj<acQ)jas 5% aoj^Go£i0(3aa3cru copaa31cn)3CQ>1 
(D«53Gcasns«5>osrn. si ojDlmoajf LfruonogloD <uc3o0© rj^tOTwItraocoalaMaaniiajgg 6 mocrucoaoejeraTmces) anaka^sscmogalalcSOSTDo. 
(?<a36n3(.socas caoejoajculmilraS cnlejiulejjgg csejaudS aalcfflaaacOTmlmcnjaT^tmaomil n^fflawBalejjo a)c3c9S)633ego njaocmlcaego 
gsTTeoajjcaQceoosnDalaS caraoj njaloDalGc9S)6ng 6ruof3Jo^®) Gdao6n3iso<asolcn anacmcQJOcffilalcMjo. 

(Stao6rr3(.sotasji2iocQ)1 snjaxuaijjg a®fflfw>®,1ejjo rax3<0S)633a3 g6n§o<i»3ra3 raraiaxal cnlcffialcaojcirn n^smjIcnlQaojffls 

aja1co6mmc®c9S)3CQ)1 (3recnKS2)c9S)janDa)jo slcmogjas cmlajaiocno raraowlfflaocnnalteajcrnKnjiziosrn. 

cs<ao6n3(.socas (.ojcaoamjgg nJ6rrilcau3 nj^amnlcsxoceffljcrnKnlcn daoejowiacruo ecnalsjcacsxoasTDffillaS aaj aocruo 2 tratmmocno 
(njaaotuoil 5%) o®cm a1«n1oQ)1ra3 raressaoiS trojoacffilraS cajooj OnJd»«n ODnadSnjalanoao (ucrujejotsojcmaaosm. o^fflraalejjo 
cruociDiija^RSTmlRsS 6 dt > BOonlcru tao&iomcDl oj^fiDli^jl^iroalcacrsofflSTTOBjIraa caraj taoejonjajlcoilejjo nJ6m1 riJ2<3aTm1co)o<flS)1cQ)1fflejEa1a8 
fflcruta^jalol ooDeiTjocnilg casngjacagjorKrojo Ctao6n3t.s3cas ogj anj^jcmaajaosrn. etaosnSLSOcasleejfSffliTjsjanD cmoorucno agjffltmalejjo 
nj0(3§ cuc3c9S)jcaa3 ag n^KoScnilcagloS oolanDjo rosn_pc8ffljca<MOffl6m8a1(n3 raraj tmjca raracnjfuBlcsajcrrKroej. 3^<^ejocru1ra3 cn)]jilnjlj-|1s)99 
aTjfflrdcrolfiDlecOfflnaaaa ca^cacnaocnfl raraaDjcrualijocmlalteosmo nJ6rrilcac^ njj^rarmlocsocsteasnecw. assnsolfflcno^jo moas’ojocffljanD caoa^633c^ 
gggScsao anje<§)6ng®)06rD. 



1. n^smorn i 26 ml cuilcsiTjocnilg 

2 . ci3)cebonjnjlra1co)a3fru cru(3§1nn1c9fflg 

3. ojoa3 c03O(3cld, <uo£j^ (3T5)ajDajD sodssari) (aslanj(S(.Sniia3 cru(3§1n£flc0S)g n^cmlajcDJjsis oJca>(3<fj 

4 . 6ruoffi6 raiaceeraene crxnj(3, (6iuo6rfflj, 6in®. a®n£). n<j)au (?cft>o(u) a®an1(ucQ)j6)s aJlaj06BT3a3 

5. ta.(Pl6T!51!» 3 (9 (3 n9d (313)1 (101991(33 OllQOoJOOo n_l] (3 (315)1 €0.(51^ (U(3c9S)Jc0>gJ61S Qjlc/3r3Qilaj(a63i3c/3 

6. Qo03O6n3LSO<fes 6i6)ejoroa3ao5l6)o3 njc&>(3<^ 

si 6ica>§1so ojjtmjtssil nJ6ml<s2)jarKro1oi gnJGco>o(/)lc96)jfm 6i2glfflto£jjca>c/3 (U)1aJO(3§6>fflaRr ^(Seirysjoroijam n®6isu1ci)1cm6)o rarerawRn 
(1Dm<S2)63T3§lra8 (S6TU0(ll)^6)ajSJ(5(3131603(3106110. C016m(82(12gQ>399 Q®LO0(3(31O 26110(53 £Jg^26)ej»>1(53 n^o-miOtl^ 6)oJGcn)Oa)ICBc06)6ri5(3)O6IT). 
3(3^ejoarul«s3 gggs<e6)o 6inj(s»(5i1o1c06)j(m njlo83l<ft>(06mo (3iaslorujoom6i^sj(3KnncQ)o<sin(a1ce6)6mo aJ6mlca>c/3 aJ2(3(3i3)loQ)O(Sc06i6ng«5o. 
si ec03O6n3(.socebSj2ocQ)1 eiojmDeiijjgjgg raraamtoffloaD (m 1 fflj 2 oaoo (OJ<ft>j<^ Q2(i)0(ojlcojlK53 aDlc 0 iii 1 r>j(aimo<r» 1 ffl 1 c 06 )jo. 

[No. DIMS/TN-1/2015-16] 

No. F4-11415/2014/DIMS. 22nd May 2015. 

Sealed tenders are invited for Renovation work at ESI Hospital, Peroorkada, Thiruvananthapuram to accommodate 
the Drag Testing Laboratory. Tenders complete in all respect, quoting rates must be deposited in the office of the 
Director, Insurance Medical Services, Thycaud, Thiruvananthapuram on or before 18-6-2015 upto 2.30 p. m. The tenders 
will be opened on the same day at 3 p. m. in the presence of tenderer or their representatives who may like to be present 
on that day. In case tender opening day is declared as holday, tenders shall be received and opened on next working day 
as per the above mentioned schedule. The work can be inspected and understood on any working day during office 
hours 10 a. m. - 4 p. m. by the agency. 

Cost of tender form: 

Original—' 1,600. 

Duplicate—' 900. 

Last date and time of issue of tender form—17-6-2015, 3 p. m. 

The tenders should be submitted in sealed envelope addressed to the Director of Insurance Medical Services, 
Thycaud, Thiruvananthapuram with specific address of the tenderer. The envelope should be superscribed “Tender for 
setting up of a Drug Testing Lab at Peroorkada, Thiruvananthapuram”. The tenders should preferably be typed in words 
as well as in figures free from erasing and error in typing. The tenderer along with seal of the firm must sign each page 
of the tender and affix seal of the company. Covering letter should indicate the list of enclosures. 

Rate and S.T./VAT/Labour Welfare charges and Government taxes if applicable will be deducted from the bill of the 
agency. The rates quoted in ambiguous term such as “Freight on actual basis” or “Taxes as applicable etc.” or “packing 
forwarding etc’VGovernment taxes as applicable etc. will tender the bid liable to rejection. The rates/amounts should be 
quoted in INR. 

The price should be all inclusive lump sum price offered for each item including cost of the equipment, freight, 
insurance, packing forwarding etc. and including charges for installation and commission with all the men and material 
required for the same. The manpower deployment shall always remain the employees of the contractor and it shall be the 
responsibility of the contractor to comply with the Minimum Wages Act and other statutory liabilities. Tender must 
provide the Tel. & Fax No. if any, with tender. 
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Mode of payment: Payment will be made for the work on satisfactory completion and inspection and measurement 
by the Engineer, appointed by this office. 

The tenderer is required to submit an undertaking as per the Proforma enclosed on a non judicial Stamp Paper of 
10. Photocopy of latest Income tax clearance/Pan No. should be enclosed with the completed tender. Photocopy of the 
approved Contractor License of the class required to be included. Tender Forms are not transferable. The Medical 
Superintendent has the right to accept or reject any or all the tenders without assigning any reason(s) thereof. 

Terms and Conditions of Government Contract 

The tender must enclose a draft/Banker cheque for 1% of the total amount as Earnest Money drawn in favour of 
the Director of Insurance Medical Services, Thiruvananthapuram payable at Thiruvananthapuram. The EMD deposited 
with earlier if any will not be adjusted against this tender. Tender without EMD will not be accepted in any case. Any 
Institution/Agent who claims exemption from depositing EMD, should produce the certificates concerned. EMD to tenders 
will be refunded without interest after, finalization of tender. Time limit for completion of work is 60 days only. 

Performance Guarantee: As soon as LOI is issued to the successful contractor, the contractor will submit a 
performance guarantee (5% of the contract amount decided by the competent authority) within 7 days which will be valid 
upto six months beyond the date of completion of contract. The contractor shall be responsible for ensuring complains 
with labour laws and all other applicable laws that may be in force from time to time during the entire period of contract. 

Arbitration: In case of any dispute, the difference arising out of the agreement, the same shall be referred to the 
sole arbitration of the Chief Engineer, appointed by this office and his decision shall be binding on both the parties. 

Delay in completion of work: If there is delay in completing the work, contractor shall be liable to pay liquidated 
damages in the form of deduction of 2% from the total tendered value per month subject to maximum limit of 5%. If the 
work is not complete with in two months of extended time, his security deposit will be forfeited and tender shall be 
cancelled. Part work done by the agency, if any, will not be measured and paid. There will not be any leniency regarding 
timely completion of the work. Work has to be carried out as per the CPWD specification and otherwise specified by the 
Department. Draft/Banker’s Cheque, which will be related on satisfactory performance of the contract (else the amount will 
be confiscated). The tender should include the following: 

1. EMD as mentioned above. 

2. Work experience certificate. 

3. Copy of PAN Card and Kerala VAT Registration Certificate. 

4. Bank Account details with IFS Code, A/c. No and branch name. 

5. List of works completed by the agency in the last three years and ongoing works. 

6. Copy of Contract License with page showing validity of license. 

The agency has to sign an agreement with the ESI Corporation in '100 Stamp Paper. The details of agreement can 
be seen and understand from the Engineering Branch during office hours. Materials using for the work has to be shown 
and got approved from Engineers prior to use. If river sand is not available, M-Sand should be used to work. Tender 
condition will be a part of agreement. Agency has to give an undertaking in ' 10 Stamp Paper stating that the work will 
be completed within the prescribed time limit as per tender condition and specification. This undertaking has to be given 
along with the tender. The decision of the Director of Insurance Medical Services, Thycaud, Thiruvananthapuram will be 
final and binding to the Agencies. 

Format of undertaking to be submitted along with tender to be submitted on a Stamp Paper of ' 10. 



Undertaking 


1. I the undersigned hereby declare and affirm that 1 have gone through the terms and conditions mentioned in 
the tender document and undertake to comply with all terms and conditions. 

2. That the rates quoted by me are valid and binding upon me for the entire period of contract. 

3. That the earnest money of '.deposited by me vide Banker Cheque/Demand Draft 

No.date.drawn on. 

(Name of Bank) is attached herewith. 

4. That I/We authorise the Director of Insurance Medical Services to forfeit the security deposited money by 
me/us if any delay or failure to supply the article/completion of the work to the satisfaction of the hospital 
authority within the stipulated time of the items of desired quality. 

5. That I will be in the position to provide contract as per the work explained to me to the satisfaction of the 
Insurance Medical Services Authority. 

6. That there is no Vigilance/CBl case or Court case pending against me/my firm debarring me/my firm it 
undertake contract work/supply of items quoted. 

7. That I hereby undertake to carryout the work as has been explained to me to the satisfaction of hospital 
authority within stipulated period. 

8. I have been informed that the Director of Insurance Medical Services has the right to accept or reject any or 
all the tenders without assigning any reason thereof. 

9. I am ready to sign the agreement with the ESI Corporation which was shown to me. 

Signature & Address of the Tenderer. 


Annexure A 

SI. No. Items Details 

1 Name and Address of Contractor/Agency 

2 PAN No. 

3 TIN No. 

4 Bank Name 

5 Bank Branch 

6 Bank IFS Code 

7 Telephone No. 

Name : 

Signature : Stamp 
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Tender Schedule 


SI. 

No. 

DSR 

Description 

Qty- 

(1) 

(2) 

( 3 ) 

(4) 

1 

15.3 

Demolishing R. C. C. work manually/by mechanical means including 
stacking of steel bars and disposal of unserviceable material within 

50 meters lead as per direction of Engineer-in-charge 

2 Cum 

2 

15.7 

Demolishing brick work manually/by mechanical means including 
stacking of steel bars and disposal of unserviceable material within 

50 meters lead as per direction of Engineer-in-charge 


2.1 

15.7.4 

In cement mortar 

2 Cum 

3 

15.12 

Dismantling doors, windows and clerestory windows (steel or wood) 
shutter including chowkhats, architrave, holdfasts, etc. complete and 
stacking within 50 meters lead 


3.1 

15.12.1 

Of area 3 Sq. meters and below 

10 Sq. m. 

4 

10.25 

Steel work welded in built up selections/framed work, including 
cutting, hosting, fixing in position and applying a priming coat of 
approved steel primer using structural steel etc. as required 


4.1 

10.25.2 

In gratings, frames, guard bard, ladder, railings, brackets, gates and 
similar work 

500 Kg. 

5 

11.36 

Providing and fixing 1st quality ceramic glazed wall tiles conforming 
to IS 15622 (thickness to be specified by the manufacturer of 
approved make, in all colors, shades except burgundy, bottle green, 
black of any size as approved by Engineer-in-charge, in skirting, risers 
of steps and dados, over 12mm thick bed of cement mortar 1:3 
(1 element: 3 coarse sand) and jointing with grey cement slurry @ 

3. 3 Kg. per Sq. m., including pointing with white cement mixed with 
pigment of matching shade complete 

110 Sq. m. 

6 

11.49 

Providing and laying vitrified tiles in floor with different size (thickness 
to be specified by the manufacturer), with water absorption less than 
0.08% and conforming to IS 15622, of approved brand and manufacturer, 
in all colors and shade, laid with cement based high polymer modified 
quick set tile adhesive (water based) conforming to IS 15477, in average 

6mm thickness, including grouting of joints (payment for grouting of 
joints to be made separately) 


6.1 

11.49.2 

Size of tile 600 x 600mm 

50 Sq. m. 

7 

15.56 

Dismantling old plaster of skirting raking out joints and clearing the 
surface for plaster including disposal of rubbish to the dumping 
ground within 50 meters lead 

600 Sq. m. 

8 

13.4 

12mm cement plaster of mix 


8.1 

13.4.1 

1:4 (1 cement : 4 coarse sand) 

80 Sq. m. 

9 

13.1 

12mm cement plaster of mix 


9.1 

13.1.1 

1:4 (1 cement : 4 fine sand) 

150 Sq. m. 

10 

13.7 

12mm cement plaster finished with a floating coat of neat cement of mix 


10.1 

13.7.1 

1:3 (1 cement : 3 fine sand) 

80 Sq. m. 



11 

21.3 

Providing and fixing glazing in Al. door, window, ventilator shutters and 
partitions etc. with EPDM rubber/neoprene gasket etc. complete as per 
the architectural drawings and the directions of Engineer-in-charge 
(Cost of Al. snap beading shall be paid in basic item). 


11.1 

21.3.2 

With float glass panes of 5.50mm thickness 

20 Sq. m. 

12 

21.1.2 

For shutters of doors, windows and ventilators including providing and 
fixing hinges/pivots and making provision for fixing of fittings wherever 
required including the cost of EPDM rubber/neoprene gasket required 
(Fittings shall be paid for separately) 


12.1 

21.2.2. 

Powder coated Al. (minimum thickness of powder coated 50 micron) 

80 Kg. 

13 

13.43 

Applying one coat of water thinnable cement primer of approved brand 
and manufacture on wall surface 


13.1 

13.43.1 

Water thinnable cement primer 

180 Sq. m. 

14 

14.65 

Finishing walls with textured exterior paint of required shade. 


14.1 

14.65.1 

Old work (Two or more coats on existing cement paint surface applied @ 

3.28 Ltr./lO Sq.m. 

250 Sq. m. 

15 

5.9 

Centering and shuttering including strutting, propping etc. and removal 
of form for: 


15.1 

5.9.3 

Suspended floors, roofs, landings balconies and access platform 

40 Sq. m. 

16 

6.4 

Brick work with common burnt clay F.P.S. (non modular) bricks of class 
designation 7.5 in superstructure above plinth level up to floor V level 
in all shapes and sizes in: 


16.1 

6.4.2 

Cement mortar 1:6 (1 cement:6 coarse sand) 

5 Cum 

17 

14.54 

Painting with synthetic enamel paint of approved brand and manufacture 
of required color to give an even shade: 


17.1 

14.54.1 

One or more coats on old work 

20 Sq. m. 

18 

11.23 

Marble stone flooring with 18mm thick marble stone, as per sample of 
marble approved by Engineer-in-charge, over 20mm (average) thick base 
of cement mortar 1:4 (1 cement: 4 coarse sand) laid and jointed with 
grey cement slurry, including rubbing and polishing complete with 



11.23.4 

Black Zebra Sq.m. 1,302.10 

10 Sq. m. 

19 

10.16 

Steel work in built up tubular (round, square or rectangular hollow 
tubes, etc.) trusses etc. including cutting, hoisting, fixing in position and 
applying a priming coat of aproved steel primer, including welding and 
bolted with special shaped washers etc. complete. 


19.1 

10.16.1 

Hot finished welded type tubes 

60 Kg. 

20 

9.95 

Providing and fixing ISI marked Al. butt hinges anodized (anodic coating 
not less than grade AC 10 as per IS 1868) transparent or dried to 
required color or shade with necessary screws etc. complete. 


20.1 

9.95.1 

125 x 75 x 4mm each 104.30 

10 Nos. 

21 

9.101 

Providing and fixing Al. hanging floor door stopper, ISI marked, 
anodized (anodic coating not less than grade AC 10 as per IS 1868) 
transparent or dried to required color or shade, with necessary screws 
etc. complete. 
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21.1 

22 

23 

23.1 

24 


25 


26 


1 


1.1 


9.101.2 Twin rubber stopper 

9.113 Providing and fixing bright finished 100mm mortice lock with 6 lever 
without pair of handles of approved quality for Al. doors, with 
necessary screws etc. complete as per direction of Engineer-in-charge. 

9.100 Providing and fixing Al. Handles, ISI marked, anodized (anodic coating 
not less than grade AC 10 as per IS 1868) transparent or dried to 
required color or shade, with necessary screws etc. complete: 

9.100.1 125mm 

9.123 Providing and fixing factory made door frame (single rebate) made out 
of single piece extruded solid PVC form profile with homogenous fine 
cellular structure having smooth outer integral skin having 62mm width 
and 32mm thickness, frame will be mitred and jointed with self driven 
self tapping screws of size 38mm x 4mm and PVC solvent cement 
including fixing the frame to wall with suitable dia and length anchor 
fastener as per manufacturer’s specification and direction of Engineer-in- 
charge meter 363.40. 

9.124 Providing and fixing factory made 30 mm thick door shutter made of solid 
PVC foam profile. The style and rails shall be of size 75mm x 30 having 
wall thickness 5mm. The styles, top and bottom rails shall have one side 
wall thickness of 15mm integrally extruded on the hinge side of the 
profile for better screw holding power. The styles and rails shall be 
reinforced with M. S. tubes of size 33 mm x 17 mm x 1mm, painted with 
primer, all four corners of reinforcement to be welded or sealed, solid 
PVC extruded bidding (push fit type) will be set inside the styles and 
the rails with a cavity, to receive single piece extruded 5mm PVC sheet 
as panel. The styles and rails will be mitred cut and joint with the help 
of PVC solvent cement and self driven self tapping screws. Single piece 
extruded solid PVC lock rail of size 100 mm x 30 mm with wall thickness 

5 mm and 15 mm integrally extruded in the middle of the lock rail and 
fixed with styles with the help of PVC solvent cement and self driven 
self tapping screws of size 100 mm x 8 mm complete as per 
manufacturers specifications and direction of Engineer-in-charge. 

22.20 Providing and laying APP (Atactic Polypropylene Polymer) modified 
prefabricated five layer 3 mm thick water proofing membrane, black 
finished reinforced with non-woven polyester matt consisting of a coat 
of bitumen primer for bitumen membrane @ 04.0 liter/Sq. m. by the 
same membrane manufacture of density at 25°C, 0.87-0.89 Kg./liter and 
viscosity 70-160 cps. Over the primer coat the layer of membrane shall 
be laid using Butane Torch and sealing all joints etc., and preparing the 
surface complete. The vital physical and chemical parameters of the 
membrane shall be as under: Joint strength in longitudinal and transverse 
direction at 23°C as 650/450 N/5cm. Tear strength in longitudinal and 
transverse direction of 300/250 N. Softening point of membrane not 
less than 150°C. Cold flexibility shall be up to -2°C when tested in 
accordance with ASTM, D-5147. the laying of membrane shall be got 
done through the authorized applicator of the manufacturer of 
membrane. 

Part II Water Supply and Sanitary Engineering 

17.7 Providing and fixing wash basin with C. I. brackets, 15 mm C. P. brass 
pillars taps, 32mm C. P. brass waste of standard pattern, including 
painting of fittings and brackets, cutting and making good the walls 
wherever require: 

17.7.2 White Vitreous China Wash basin size 630 x 450 mm with a single 15 mm 
C. P. brass pillar tap. 


4 Nos. 
2 Nos. 


60 Nos. 
40 m. 


5 Sq. m. 


60 Sq. m. 


2 Nos. 



2 

17.2 

Providing and fixing white vitreous china pedestal type water closet 
(European type W.C. pan) with seat and lid, 10 liter level white PVC 
flushing cistern, including flush pipe, with manually controlled device 
(handle lever), conforming to IS 7231, with all fittings and fixtures 
complete, including cutting and making good the walls and floors 
wherever required. 


2.1 

17.2.1 

W.C. pan with ISI marked white solid plastic seat and lid. 

2 Nos. 

3 

17.11 

Providing and fixing white vitreous china laboratory sink with C. I. 
brackets, C. P. brass chain with rubber plug, 40mm C. P. brass waste 
and 40mm C. P. brass trap with necessary C. P. brass unions complete, 
including painting of fittings and brackets, cutting and making good 
the wall wherever required: 


3.1 

17.11.2 

Size 600 x 450 x 200 mm 

1 No. 

4 

18.7 

Providing and fixing chlorinated polyvinyl chloride (CPVC) pipes, having 
thermal stability for hot and cold water supply including all CPVC plain 
and brass threaded fittings, including fixing the pipe with clamps at 1.00 m 
spacing. This includes jointing of pipes and fittings with one steps 
CPVC solvent cement and testing of joints complete as per direction of 
Engineer-in-charge. 


4.1 

18.7.3 

25mm nominal outer dia pipes m 

30 m 

5 

18.8 

Providing and fixing chlorinated polyvinyl chloride (CPVC) pipes, 
having thermal stability for hot and cold water supply, including all 
CPVC plain and brass threaded fittings, i/c fixing the pipe with clamps 
at 1.00 m spacing. This includes jointing of pipes and fittings with one 
step CPVC solvent cement and the cost of cutting chases and making 
good the same including testing of joints complete as per direction of 
Engineer-in-charge. Concealed work, including cutting chases and 
making good the walls, etc. 


5.1 

18.8.3 

25 mm nominal outer dia pipes 

20 m. 

6 

18.51 

Providing and fixing C. P. brass long body b/b cock of approved quality 
confirming to IS standards and weighing not less than 690 gms. 


6.1 

18.51.1 

15 mm nominal bore 

3 Nos. 

7 

17.73.2 

600 mm long towel rail with total length of 645 mm, width 78 mm 
and effective height of 88mm, weighing not less than 190 gms. 

4 Nos. 

8 

18.21 

Providing and fixing uplasticised PVC connection pipe with brass unions 


8.1 

18.21.1 

18.21.2.1 15mm nominal bore 

4 Nos. 

9 

17.28 

Providing and fixing PVC waste pipe for sink or wash basin including 

PVC waste fittings complete. 



17.28.1.1 

32 mm dia 

4 Nos. 

10 

LMR 

Supplying and providing concealed stop cock 

2 Nos. 

11 

LMR 

Supplying and providing 15mm shower 

2 Nos. 

12 

18.53 

Providing and fixing C. P. brass angle valve for basin mixer and geyser 
points of approved quality conforming to IS 8931 
(a) 15 mm nominal before 


12.1 

18.53.1 

15 mm nominal bore each 506.70 

4 Nos. 

13 

LMR 

Supplying and providing 80 mm dia 6 Kg./cm PVC pipe 

10 m. 
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14 

15 


15.1 
16 

16.1 


17 


17.1 

18 


18.1 

19 


19.1 

20 

20.1 

21 


LMR Supplying and providing 110 mm dia PVC 6 Kg./cm. 

17.32 Providing and fixing mirror of superior glass (of approved quality) and 

or required shape and size with plastic moulded frame of approved make 
and shade with 6mm thick hard board backing: 

17.32.1 Circular shape 450 mm/dia 

17.70 Providing and fixing PTMT bottle trap for wash basin and sink 

17.70.2 Bottle trap 38mm single piece moulded with height of 270mm, effective 
length of tail pipe 260mm from the centre of the waste coupling, 77 mm 
breadth with 25 mm minimum water seal, weighing not less than 263 gms. 

17.60 Providing and fixing trap of self cleansing design with screwed down or 
hinged grating with or without vent arm complete, including cost of 
cutting and making good the walls and floors. 

17.60.1 10 mm inlet and 10mm outlet sand coast iron S&S as per IS 3989. 

19.4 Providing and fixing square mouth S. W. gully trap class SP-1 complete 
with C. I. grating brick masonry chamber with water tight C. I. cover with 
frame of 300 x 300mm size (inside) the weight of cover to be not less than 
4.50 Kg. and frame to be not less than 2.70 Kg. as per standard design: 

19.4.1.1 With common burnt clay F.P S.(non modular) bricks of class 
designation 7.5. 

19.30 Constructing brick masonry chamber for underground C. I. 

inspection chamber and bends with bricks in cement mortar 1: 4 
(1 cement : 4 coarse sand) C. I. cover with frame (light duty) 

455 x 610mm internal dimension, total weight of cover with frame 
to be not less than 38Kg (weight of cover 23Kg and weight 
of frame 15 Kg), R.C.C. top slab with 1:2:4 mix (1 cement: 2 coarse 
sand : 4 graded stone aggregate 20mm nominal size), foundation 
concrete 1:5 10 (1 cement : 5 fine sand : 10 graded stone 
aggregate 40 mm nominal size), inside plastering 12mm thick with 
cement mortar 1 : 3 (1 cement : 3 coarse sand), finished smooth 
with a floating coat of neat cement on walls and bed concrete etc. 
complete as per standard design: 

19.30.1.1 With common burnt clay F.P.S. (non modular) bricks of class 
designation 7.5 

19.18 Supplying and fixing C.I. cover without frame for manholes: 

19.18.1 455 x 610mm rectangular C.I. cover (light duty) the weight of the 
cover to be not less than 23 Kg. each 1,217.00 

18.65 Providing and fixing PTMT soap dish holder having legth of 138mm 
breadth 102mm, height of 75mm with concealed fitting arrangements, 
weighing not less than 106gms each 152.70 


20 m. 

1 No. 

2 Nos. 

4 Nos. 

2 Nos. 


2 Nos. 

2 Nos. 

2 Nos. 


Directorate of Insurance Medical Services, 
Thiruvananthapuram-14. 


Dr. M. Beenath, 

Director of Insurance Medical Services. 



